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SECRET 

SC-A-1 

8 December 1950 


STAF F CONFERENCE 
AGENDA 


Director's Conference Room, First Floor 
Administration Building 
™ TT-Mriav. 8 December 1950, at 1^30 hours 



. Mr. Jackson 

Deputy Director's report on recent 


developments 

C of responsibility in respect 

to thq 


Mr. Carey 


Mr. Carey 
Mr. Carey 
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